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Message Text 

UNCLASSIFIED 

PAGE 01 GENOA 00234 19103 1Z 
ACTION EUR- 12 

INFO OCT-01 ISO-OO SY-05 USSS-00 AID-05 ACDA-12 PM-05 
NSC-05 SP-02 SS-15 CIAE-00 DODE-OO INR-10 NSAE-00 
PA-02 ICA-20 MCT-01 /095 W 

077234 191201Z/21 

P 190930Z APR 78 
FM AMCONSUL GENOA 
TO AMEMBASSY ROME PRIORITY 
INFO SECSTATE WASHDC PRIORITY 2218 

UNCLAS GENOA 0234 

E.O. 11652: N/A 
TAGS: ASEC, IT 

SUB J : FALSE BOMB SCARE AT CONGEN 

1 . SHORTLY AFTER CONSULATE CLOSED YESTERDAY AFTERNOON 
(APRIL 18), GENOA POLICE RECEIVED AN ANONYMOUS TELEPHONE 
CALL REPORTING THAT A BOMB HAD EXPLODED IN CONSULATE 
BUILDING. POLICE AND CONSULAR OFFICERS MADE VISUAL 
INSPECTION OF PREMISES AND PERIMETER AND FOUND NOTHING 
AMISS. THIS MORNING S LOCAL NEWSPAPERS CARRY REPORTS OF 
BOMB SCARE. ONE PAPER DISPLAYS PHOTO OF CARABINIERI AND 
POLICE WITH DRAWN WEAPONS STATIONED IN FRONT OF CONSULATE. 

COMMENT: CONSUL GENERAL AND OTHER OFFICERS HEARD LOUD 
BOOM IN VARIOUS SECTIONS OF GENOA AROUND 17:45HOURS. 

THE NOISE AND THE RELATED AIR DISPLACEMENT SOUNDED LIKE 
- AND PROBABLY WAS - THE SONIC BOOM OF A JET AIRCRAFT 
PASSING THROUGH THE SOUND BARRIER. WE MAY EXPECT OTHER 
FALSE BOMB THREATS AS SITUATION IS RIPE FOR RUMORS IN THE 
AFTERMATH OF THE ALLEGED EXECUTION OF MORO BY RED 
BRIGADE TERRORISTS. DI SCIULLO 
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